8 









y— CENTER 




CSHRINK TUBING) 

(WHITE WIRE) 

(SEE NOTE O 



SHIELD DRAIN 




LEGEND 


NUMBER 


DIM'X' VARIATION 


DIM'y"(PRECUT)REFj 


BC80M-06 


faFT-OIN *-Z IN 


6FT-B.D IN 


BC80M-C 


CFT-OIN + 2IN 


IOFT-8.0 IN 


BC90M-F5 


I5FT-0IN 12 IN 


IS FT- 8.0 IN 


3Ce? v -2Ti2S=" T -0IN I3IN 1 25 FT- 'OS IN 


3C8C M -50 


SCFT-OIN illN 


SOFT- 10.5 IK 


5C83M-AD 


103'T-OIN rllN 


100 FT- 10.5 IN 


BCSCM 12 


12 FT OIN *2IN 


I2FT - 8-0 \\ 



DETAIL A 
SCALE: NONE 



VIEW B-B 

SCALE: NONE 
CWITH STRAIN RELIEF 
REMOVED. ITEM* 8) 



Href 




7GTY2 



VIEW A-A 
SCALE: NONE 
CWITH ITEM*3 & ITEM% 
ASSEMBLED ) 



PI 
OF 



END 
CABLE 



-SEE WIRE TABLE 
FOR WIRE LENGTHS _ 
TO CABLE JACKET 



—2.75- 
—.2 




-TO END OF 
CABLE JACKET 



P2 END 
OF CABLE 




NOTES: 

FOR NOTES SEE SHEET 2 



FOR WIRE TABLE SEE SHEET 2 



CAUTION:OFF SHEET PARTS LIST EXISTS. 
SEE K-PL-BC80M-0-DBP 



UNLHS OTHERWHE SPCCMED MMENMONS AM M MCHES 
AND THE FOLLOWMQ TOUMNCCS Am* (PER WC STD IWt 





1 



>wu mot f ib* wocuop o* com 01 UtO » i 

»»»*M«T*sTME»*sra"e*' — 1 ■ — -= 

lw mm niii in muitih ~ 



HEkH^th J description 
N 0. & fKFTPTWPl COLOR 



WIRE TABLE 



1 IWHT/BLK /'3RN 



5 l T _, r RED Pl-29 ! 
S ! iWHT/GRN/REdPl-^O 



TWP 



WHT/GRN/BLU 



TWF: 



RED 



WHT/GRN/YEL 



TWPr 



RED 



rWHT/GRN/BRN 



TWPr 



YEL 



WHT 



— BLK 



FROM 



TO 



FERMiCuNNilf tRM 



PI-23; 



IP2-AA 



PI-2h> 



1P2-EB 



SIGNAL 
NA M E 



REMARKS 



NO CONN 



Pt-2= 



P-2o 



|P2-CCiITEH'nlwR' D-~A - 
iP2-DQITEM*llUfi* 



Pl-27t — IP2-EE! 



Pl-23i — 1P2-FF1 



-4 NO CONN 



E23LI 



-32 — 



Pi -33 — 



P2-HH 



ITEM 7 !! 



:tek' 



P2-KK 



P2-MM 



PRt' 



IP2-NN 



PI--S 



IP2-PP 



Pi-?o 



Pi-i 



: Z-RR 



ITEM II 



T 



P2-SS 



pi-iei — 



pi-iq; 



PI-MO- — 



F2-TT 
PZ-UUilTEK'll 



P2-VViITEM*i2 



SYS ClK 



T 



SYS 



y + 



NO CONN 



WPTC--TE ~ 



WR T C- 



}R\ SE-! - 



DRv SEl-0 



DR. SE-S + 



DC O 



BEE NOTE I 



GND 



SEE NOTE i 



GROUNDING 
SHEATH 



INNER 
JACKET 




CUTER 
JACKET 



SECTION C-C 

SCALE: NONE 



B. 



C. 



NOTES: 

. THE DRAIN WIRE AND INNER GND WIRE MUST 
BE PREPARED AS FOLLOWS BEFORE TERMINAT- 
ING CABLE TO PLUG ON BOTH ENDS OF WIRE. 
A. CUT BACK THE CENTER BLACK GND WIRE 
O.H^O.I INCH ABOVE JACKET, STRIP END 
0.2S *-. 06 INCH. 

FIND AND SEPARATE THE SOLID WHITE AND 
YELLOW PAIRED WIRES. CUT THE WHITE WIRE 
FLUSH WITH JACKET. STRIP END OF LOOSE 
«/HlTE WIRE 0.2S i .06 INCH 
POSITION STRIPPED END OF WHITE WIRE 
PARALLEL TO THE STRIPPED END OF THE 
BLACK GND WIRE. 

WRAP THE DRAIN WIRE AROUND THE 
STRIPPED END OF THE BLACK AND WHITE 
WIRE 2-4 TIMES. SOLDER WIRE SPLICE 
AND CUT OFF END OF DRAIN FLUSH WITH 
SPLICE. 

COVER SPLICE WITH O.S t .06 INCH OF 
SHRINK TUBING, ITEM 4, TWIST THE WHITE 
AND YELLOW WIRES ( PREVIOUSLY SEPARATED) 
BACK TOGETHER FOR APPROXIMATELY 
O) THREE INCHES. 
SCREWS C2X3LG SELF TAPPING) ARE PART OF 
PLUG HOUSING AND CAMSHAFT KIT(ITEM*2). 
REF ONLY CONTACT (DEC PART N0.I2US9I-27) 
FOR REPLACEMENT ONLY. 
PRIOR TO SNAPPING SIDES OF PLUG HOUSING 
TOGETHER CARE SHOULD BE TAKEN TO ASSURE 
THAT ALL WIRES ARE SlFFICENTLY WITHIN 
HOUSING TO PREVENT PINCHING OF 
INDIVIDUAL STRANDS. 
CABLE TO BE MARKED WITH PART NUMBER 
BC80M AND REV IN AREA SHOWN. 
* DENOTES CAVITIES NOT TO BE USED OR 
DESIGNATED BY LETTERS, 



D. 



2. 
3. 



5. 
6. 



I/O CABLE 
C5C80M) 





DOCUMENT HUUKR 
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